SGFM                Synthetic Gas from Feedstock Material

SHABOC           Solar Heating and Cooling of Buildings

SLAC                Stanford Linear Accelerator Center

SNAP                Space Nuclear Auxiliary Power

SOLAR              Division of Solar Energy

SPS                   Solar Power System

SRC                   Soivent Refined Coal

SRE                   Sodium Reactor Experiment

SRI                    Stanford Research Institute

STOR                Division of Energy Storage Systems

TEC                   Division of Transportation Energy Conservation

TRU                  Transuranic Waste

UCLA                University of California at Los Angeies

URE                  Division of Uranium Resources and Enrichment

USCG                United States Coast Guard

VHTR                Very High Temperature Gas Cooied Reactor

WECS                Wind Energy Conversion System

WPR                  Division of Waste Management, Production and Reprocessing
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